From: 

Hanchett, James (DPH) 

Sent: 

Tuesday, June 12, 2012 9:56 AM 

To: 

'Ruthie Allis' 

Subject: 

RE: Fwd Morrill Bridge Construction 

Thanks, 


Jim 



From: Ruthie Allis [mailto:rallis@microbio.umass.edu] 
Sent: Tuesday, June 12, 2012 9:54 AM 
To: Hanchett, James (DPH); Taugher, Helen (DPH) 
Subject: Fwd Morrill Bridge Construction 


Just in case you folks didn't get word of this.... 


-Original Message- 

Subject:Morrill Bridge Construction 
Date:Tue, 12 Jun 2012 09:39:48 -0400 
From: Kennedy Peter <pkennedy@facil.umass.edu> 


The Morrill bridge work will finally start this coming Thursday, according to the contractor. That means that the bridge between TV North and IV South will be shut down to pedestrian traffic and the doors will have signage 
redirecting people to the stairwells. The first floor doors will not be affected during the first phase and will remain open. More information will be shared when a schedule is received from the contractor later in the week. 
Thank you for letting your people know. 

Peter K. 

Facilities Planning 
413-272-8287 
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